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STATINTL 


18816 


Contract HP-6701 
Aaaodiaent Ho. 1 


General Precision Laboratory, Incorporated 
63 Bedford Road 
Plaaaant villa, Kev lork 

Gaantlanent 

Ref erence ia raad* to Definitive Contract So. HP-4701 dated 
28 .June 1957. 

Tha quantity of Item Ho. 7, #>del PC-2041 Flyaway Spare 
Parts lit# ia changed to read *2 eeta* ia liaa ot *1 **t • The 
Budgetary Price of $30,000.00 and tha delivery schedule raaain 
as originally stipulated. 

All ether terns and aendi lions remain unchanged. 

Please indicate year acceptance of this Amendment Ho. 1 la 
the apace provided belov. Return the original and one wjuted 
copy tothe undersigned. The regaining copy is to be stained 
far your records, 

Very truly yours, 

f ffi. UHITH) STATiS OF AMERICA 
STATINTL 



THIS 


ro AND 
DAI OF _ 


Contracting Officer 
1957. 


G13H&A1 HtFCiyOH LABORATORY , I»COWCRAI r P 
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dociwekt f'O. 

NO &HA8B2 l ! X CUSS. □ 

D c£SU«^^'l 

GLASS. • - 

Hv. XT Bi V tL vi ^ * - 

AUTHi HR 'i 
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